BILL NO. S-69-06- i+ 


SPECIAL ORDINANCE NO. S- 2 If LF 


AN ORDINANCE approving a contract with BERCOT- 

j GIBSON CONSTRUCTION CO.,INC. for emergency 
1} sewer installation on Tillman Road. 
BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
| INDIANA: 
SECTION 1. A certain contract. approved June 12, 1969, 
| between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and BERCOT-GIBSON CONSTRUCTION CO.,INC., 
pursuant to Resolution of Board of Public Works, for: 

Emergency installation of 24" storm sewer 

on Tillman Road and 6" tap across Tillman 

Road for Shell Station (Southtown Mall), 
| for a total. cost of $4,175.00, all as more particularly set 
forth on BOARD OF PUBLIC WORKS PURCHASE ORDER NO. 17965, which | 
is by reference incorporated herein and made a part hereof, is 


hereby in all things ratified,. confirmed and approved. 


SECTION 2. This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 


Read the first time in full and on motion by P Poe a seconded by 
ZA ji 
aaa e and duly adopted, read the second time by title and referred 
to the (Committee on) fiom, bot (@nd—to-the--City..Plan. 


( 
~Commirsston™for-recommendation)=(and.-Pyblic- Hearing to be -heid “after due legal notice, 


watutthe-CouneiChamberss City Hattis- FoptWayne; Indiana, “on 


uth day of po hme: o'clock’ 
A 
Date: A - 24- bg j j J d CEO. 
City Clerk 
Read the third time in full and on motion by Wo ds 
seconded by = hee fo Q and duly adopted, placed on its passage. 


Passed (68 by the following vote: 
AYES s NAYS f ABSTAINED ; ABSENT to-wit: 


Adams 
Dunifon 
Fay 

Geake 
Nuckols 
Robinson 
Rousseau 
Steigerwald 
Tipton À 4 


Date -F bg Se 
City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
ee a ee Ordinance (Resolution) No, S 27+ LF 


on the 


Approved and signed by me this gH aay of W ; ri ; 


at the hour of F: 29 o'clock _4__.M.,E.@.T. 


Mayor C 


Bill No. S-69-06-14 


REPORT OF THE COMMITTEE ON CITY UTILITIES 


We, your Committee on City Utilities to whom was referred an Ordinance 


approving a contract with BERCOT-GIBSON CONSTRUCTION CO., INC. for emergency 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 


JACK K. DUNIFON, Chairman 


WILLIAM K. GRAKE, Vice-Chairman 
CELIA ANN FAY 
oe OHNE NUGCKODS: sa oe ee ee 


CONCURRED IN 


DATE_4"° = 69 mang. 


PS 


BONAHOOM CITY CLERK 


